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1. (S) DNRO HAS DIRECTED THAT THE INCORPORATION OF THE IMPROVED 
STELLAR INDEX CAMERA INTO THE J SYSTEM BE DELAYED, UNTIL FURTHER Price 
2. THEQRPR ocean OFFICE 1S PREPARING FOR A MEETING IN THE NEAR” 
FUTURE WITH THE ADVISORY COMMITTEE PROPOSED IN MR. VANCE'S 15 OCTOBER 
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